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6 April 1984 


MEMORANDUM FOR: Chief, Logistics Services Division 


FROM: 
: Chairman, Fine Arts Commission 


_ SUBJECT: Repair of Tunnel Roof 


1. When the contract is let for the repair of the roof of 
the entrance tunnel, I strongly recommend that it specify the 
use of river sand in the concrete for the sidewalk above the 
tunnel. The last time the sidewalk was repaired, as you know, 
the contractor totally failed to approximate the color of the 
adjacent concrete. The result is a distasteful eyesore, 
particularly when viewed from the windows above. The original 
surface, I am told, involved the use of river sand in the 
concrete and the use of sand of comparable color in any future 
repairs should result in far more attractive walkways in the 
front of our building. 


2. iI have been remiss in failing to mention the work you 
have had done. to improve the appearance of the tunnel while we 
wait for more permanent repairs. The cosmetic effort has been 
appreciated, I am sure, by all who use that entrance. 
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